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BILL NO. S-91-07- > | 
SPECIAL ORDINANCE No. s- 7 LE. | 


AN ORDINANCE approving the awarding 
of Reference #974 by the City of Fort 
Wayne, Indiana, by and through its 
Department of Purchasing and 
WORTHINGTON STEEL COMPANY for the 
Water Pollution Control Plant. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That Reference #974 between the City of 
Fort Wayne, by and through its Department of Purchasing 
and WORTHINGTON STEEL COMPANY for the Water Pollution 
Control Plant, respectfully for: 
the increase of Reference #974 for 
the purchase of liquid ferrous 
sulfate/ferric chloride for the Water 
Pollution Control Plant; originally 
approved by Council as Ordinance No. 
S-11-91; 
involving a total cost of Forty-Five Thousand and no/100 
Dollars ($45,000.00), all as more particularly set forth 
in said Reference #974 which is on file in the Office of 
the Department of Purchasing, and is by reference 
incorporated herein, made a part hereof, and is hereby in 
all things ratified, confirmed and approved. 
SECTION 2. That this Ordinance shall be in full 


force and effect from and after its passage and any and 


all necessary approval by the Mayor. 





APPROVED AS TO FORM 
AND LEGALITY 


meee MK pile 
J. Timothy Necaulay, Gt Attorney 





REF. NO.: 974 


DEPTS: WPC PLANT 
DATE: 7/9/91 
ITEM/SERV.: FERROUS SULFATE/FERRIC CHLORIDE 


PURCHASING INFORMATION 


ADVERTISED BID: YES 
DATES ADVERTISED: 10/22/91 & 10/29/90 
OPENING DATE: 11/29/90 


WRITTEN QUOTE: 

DUE DATE: 

VERBAL QUOTE: 

SINGLE SOURCE: 

NO. OF VENDORS NOTIFIED: 28 
NO. OF VENDORS RECEIVING BID/QUOTE: 12 


NO. OF VENDORS RETURNING BID/QUOTE: 2 


NO. OF VENDORS DISQUALIFIED: 0 
NO. OF VENDORS NOT RESPONDING: 26 
DATE SENT TO DEPT FOR RECOMM. : 11/29/90 


DATE RECOMMENDATION REC*D IN PURCH: 12/18/90 6/25/91 


COUNCIL INFORMATION DATES SENT EXTENSION DATES 
DATE INFO SENT TO LAW DEPT.: 12/18/90 6/26/91 
INTRODUCTION DATE: 1/8/91 17/9/91 
DISCUSSION DATE: 1/15/91 7/16/91 

PASSAGE DATE: 1/22/91 7/23/91 
ORDINANCE NO. : Salt 0 

AMOUNT APPROVED AND/OR SPENT $46,900.00 $45,000.00 


LAST YEAR OR CURRENT: (IF APPLICABLE) 


REFERENCE NO. 974 
FERROUS SULFATE/CHLORIDE 
WPC PLANT 


DESCRP/ITEM QTY WORTHINGTON STEEL K A STEEL JONES HVC DAVIS WTR 
PRICE PER LB 700000 $0.067 $46,900.00 $0.0835 $58,450.00 NO BID NO BID NO BID 
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SANDRA E. KENNEDY, CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, 
Indiana, as ( 
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City of Fort Wayne, Indiana, on 
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$ SANDRA E. KENNEDY, -CITY CLEF 
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PAUL HELMKE, MAYOR 








DIGEST SHEET | 
TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 
SYNOPSIS OF ORDINANCE: An ordinance approving 
the increase of Ref. No. 974 for the purchase 
of liquid ferrous sulfate/ferric chloride for 
the Water Pollution Control Plant. This was 
originally sent through Council and approved 
on Ordinance No. S-11-91. The Department needs 
additional funds to see them through 1991. 
IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 
EFFECT OF PASSAGE: This is used to treat 


sewage and is required to meet both State and 
Federal regulations. 


IF REPLACEMENT, WHAT NECESSITATES: -7/2 ne 


EFFECT OF NON-PASSAGE: We face fines from State 

and Federal authorities for not meeting standards 

and limitations set forth in our NPDES permit. 

PRIOR APPROVAL REQUESTED: 

MONIES INVOLVED: Worthington St $45,000.00 

PRICE AGREEMENT: Yes 

PURCHASE ORDER: 

ACCOUNT INFORMATION: WPC Plant 514-531-S154-425A 


PRIOR APPROVAL: DATE: 
(IF APPLICABLE) 


BILL NO. S-91-07-26 
REPORT OF THE COMMITTEE ON CITY UTILITIES 
PAUL M. BURNS, CHAIRMAN 


CHARLES B. REDD, VICE CHAIRMAN 
EDMONDS, LONG, SCHMIDT 








WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 
REFERRED AN (ORDINANCE) (RESSXSEXSN) approving the 


awarding of Reference #974 by the City of Fort Wayne, Indiana, b 
and through its Department of Purchasing and WORTHINGTON STEEL 
COMPANY for the Water Pollution Control Plant 





HAVE HAD SAID (ORDINANCE) (RESQINTIONY] UNDER CONSIDERATION 
AND BEG LEAVE TO o al peck TO THE COMMON COUNCIL THAT SAID 


ABSTAIN NO_REC 





DATED: #33 RE 


Sandra E. Kennedy 
City Clerk 


